MINUTES OF THE SEPTEMBER 22,2014 
ARLINGTON BOARD OF ASSESSORS’ MEETING 


The meeting was called to order at 5:30 p.m. by the Chairman Kevin Feeley. Also 
present was Mary Winstanley O’Connor. Robert Greeley was absent due to a dental emergency. 

Minutes 

A motion was made by Mary Winstanley O’Connor to approve the September 17, 2014 
minutes. Chairman Feeley seconded it. Voted unanimously. 

Old Business 


No update on discussions with Patriot Properties for additional assistance on the 
certification of values. 

New Business 

A motion was made by Mary Winstanley O’Connor and seconded by Chairman Feeley to 
appoint Paul C. Tierney as Director of Assessments and approve the salary and benefits package 
offered to him. The salary and benefits are set out in a letter from Caryn C. Malloy, Director of 
Human Resources, to Mr. Tierney dated September 18, 2014, incorporated herein by reference. 
Voted unanimously. 

Correspondence 

The Board received discovery requests in the appellate tax action of MCI Metro Access 
Transmission, et al. The appellate tax actions involving property owned by Thomas Curtis and 
Edward Navasargren were continued to December 18, 2014. 

Adjournment 

Mary Winstanley O’Connor made a motion to adjourn at 5:50 p.m., seconded by 
Chairman Feeley. Voted unanimously. 
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